BALANCE/ 
COMPENSATION 


NON-INVERT 
INPUT 


| COMPENSATION 


8 pin 5534A opamp 


NON-INVERT 
INPUT 


8 pin 5534A opamp 
with comp cap 


5534 lo gain 
small COG 
MLCC cap 

22pF - 68pF 

(depending 
on gain) 


